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MECHANICS. 




No. VI.— IMPROVED CLAMP FOR JOINERS. 

The Silver Isis Medal was presented to Mr. 
Bowery, of Bermondsey, for his Improved Clamp 
for Joiners. 

Fig. 1 is a plan, and fig. 2 an end 
elevation of Mr. Bowery's improved 
Clamp for Joiners, &c, which consists 
simply of a wooden bed, of oblong 
shape, having fixed on the top thereof, 
and towards one end, two cheeks, b b, 
of the same material : the inner sides 
of which are fixed at an angle of 27° 
to each other, and chamfered inwards 
to receive two movable wedges, cc, 
by which the piece of wood e in- 
tended to be planed is fixed. 

Several pieces of wood, placed edge- 
wise, may also be planed at the same 
time. 




